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i. The purpose of this meeting was to determine t. 
Be eet ar? and by whom processing and correla tion of fim will 
! AN/APQ-93 (XA-1) being developed for the ERVAR Program. | 


2. In attendance at the meeting were: 
Higre. Personnel: 
sine 


25X1A9a 
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3. Operation of the recorder with respect +o transmission 
the light bmge fron the cathode ray tube to film wes explained by 
TREX personnel to acquaint EX with characteristic requirensnts of 
fils. TREX set forth the following fiim specifications in priority 

onier: 


a. Resolution--100 1/me (200 1/mm per EK standard) 
b. Ex. va trans. linearity over mucimm range 

ce. Sensitivity 

a. Sable base. 


channel ie established between EK and IMEX. Working relations 
petween EX and IFEK are not to be digclosed. 


4. Although 1% appeared that THEK desired to process all fiinm, 
1% was agreed by those present that processing would be handled as 
follows: 


Step 1 ~ Procesaing of test film made prior to the flight 
teat program will ‘be done by IDEX. . 

Step 2 - Processing of film taken during flight test program 
in approx 50 ft. lengths will be done by EPEK using 
RK as consultant. PEK has an EM-li with modifi- 
cations to control temperature, speed, ete., which 
they feel will be adequate for this step. 

Step 3 - Processing of film taken during operations will be 
dome by EX at Rochester. 


5. the correlator will remdin ot IDEK through Step 2, above, at 
which time it will be moved to EK. yequested that they be auth- 
orized to erect a ‘elean roca’ to the correlator since this 
mchine will be losated apart from their photo lab. for reasons of 
seourity, and since control of temperature, humidity and dust is 
necessary for proper operation of the machine. hie mtter was left 
open, hovever, O'Brien stated that he will make further requests for 
authorisation to erect the clean . The room he has in mind will 
heave only minimm essentials ani is estimted to cost $15,000 or less. 
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SECRET 


Atter the meeting Ei Green was | by the undersiged as to the 
need for a “alean room.” EA stated % the room was necessary for 
proper operation of the correlator, ; an elaborate set-up was not 
essential. Se ee ee ee 

covering, plus a 3-5 ton air comiiti 
GPP from the Supply Depot, should 
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